THE  ^^OLD  NORTH  CHURCH"  .^AL  Cn 

OF  PAUL  REVERE  FAME,  <^ 
SALEM  STREET,  BOSTON,   MASS.  ^ 
The  organ  built  by  Thomas  Johnston,  on  Brattle  St.,  HlcJieKp^f^ 

in  Boston  1759,  the  clock  1726,  the  brass  chande-    BERKELEY  2,  CALIF, 
tiers  1724,  the  Cherubims  1746.  Services  every  Sun- 
day morning  at  10:45. 


SA983 


